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SUB J : INCIDENT IN WIESBADEN 

REF: STATE 098134; FRANKFURT 2839 

DAN GOLBERG PHONED THE CONOFF ABOUT 1630 LOCAL 
TIME TO INFORM HIM THAT THE POLICE HAD RETURNED TO THE 
NSIPS OFFICES TO UNSEAL THE EQUIPMENT, AND TO 
APOLOGIZE FOR THE INCONVENIENCE. MR. GOLDBERG 
UNDERSTANDS THAT THIS ACTION TOOK PLACE BECAUSE THE 
LAWYER OF FORMER CHANCELLOR BRANDT HAD DECIDED TO 
DROP THE COMPLAINT. HARLAN 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 
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Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 
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Disposition Comment: 25 YEAR REVIEW 
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Disposition Event: 
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Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 
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